Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Message Text 

LIMITED OFFICIAL USE POSS DUPE 
PAGE 01 KHARTO 01557 271414Z 
67 

ACTION AF- 18 
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RSC-01 USIA-15 PRS-01 SP-03 HEW-08 MED-03 DRC-01 
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052745 

R 271227Z IUN 74 
FM AMEMBASSY KHARTOUM 
TO SECSTATE WASHDC 8446 



LIMITED OFFICIAL USE KHARTOUM 1557 

FOR AMBASSADOR BREWER, AF/E, FROM CHARGE 

E.O. 11652: N/A 
TAGS: SWEL, SU 

SUB J : CARDIOVERTER FOR SUDANESE 

CARDIOVERTER GIVEN BY AMERICAN COLLEGE OF CARDIOLOGY 
AND DWIGHT HARKEN HAS ARRIVED AT KHARTOUM AIRPORT AND 
WILL BE CLEARED THIS WEEKEND. LETTER FROM HARKEN TO YOU 
DATED IUNE 13 HOPES "THAT MAXIUM EXPOSURE CAN BE 
GIVEN THIS FRIENDLY GESTURE WHEN THIS VALUABLE INSTRUMENT 
ARRIVES". MACHINE ALREADY ACCEPTED IN FORMAL CEREMONY BY 
AMBASSADOR HAMZA. ACCORDING TO HARKEN. HOW DO YOU SUGGEST 
WE ARRANGE TURNOVER TO PROFESSOR MUSTAFA HERE? 

SANDERSON 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: TECHNICAL ASSISTANCE, MEDICAL FACILITIES 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 27 JUN 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: WorrelSW 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974KHARTO01557 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7401 70-1 010 
From: KHARTOUM 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1974069/aaaaahfg.tel 

Line Count: 44 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION AF 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: LIMITED OFFICIAL USE 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: WorrelSW 
Review Comment: n/a 
Review Content Flags: 

Review Date: 04 SEP 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <04 SEP 2002 by elyme>; APPROVED <05 MAR 2003 by WorrelSW> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: CARDIOVERTER FOR SUDANESE CARDIOVERTER GIVEN BY AMERICAN COLLEGE OF CARDIOLOGY 
TAGS: SWEL, SU, US, AMERICAN COLLEGE OF CARDIOLOGY, (HARKEN, DWIGHT) 

To: STATE 
Type: TE 
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